To: Khan, Annie (DPH)[Annie.Khan@MassMail.State.MA.US] 

From: Mahoney, Megan (PLY) 

Sent: Mon 2/14/2011 7:35:56 PM 

Hey Annie, 



Can you confirm that the sample was NOT exhausted by the analysis? I had this case on for pretrial 
today, and the defense counsel was saying that there is not enough for an independent testing/weight. I 
brought up that usually we get notice from you guys before you test to exhaustion, etc. I think defense 
counsel is just trying to cause a ripple/stall on trying this case, I am not saying you did anything wrong in 
any way. 

The Judge asked me to double-check with you. 


Thanks! 


Megan J. Mahoney 
Assistant District Attorney 
Brockton District Court 
(508) 894-6358 
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